Garman, Joe 


From: Podraza, Ken 

Sent: Monday, September 15, 1997 9:41 AM 

To: Cox, Richard 

Cc: Garman, Joe; Callicutt, Charlene 

Subject: pH in Smoke Study 


Dick 

Attached is the general plan to determine the pH in Smoke as per the MA regulation. For the official study, only 
the 50% blocked ventilation cigarettes will be evaluated using commercial 0.5 inch (12.7mm) tape, and the Fiitrona 
smoking machine. 

We can discuss the plans in more detail when you return. 
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